

GLOBAL ENVIRONMENTAL ENERGY TECHNOLOGY 



SMALL ENGINE 



Conversion Plans 




WARNING!! 

This information is classified as 
EXPERIMENTAL!] 



WARNING!! DO NOT COPY, FAX, REDRAW OR USE ANY OTHER FORM OF REPRODUCTION! PLANS ARE FOR PERSONAL USE ONLY. ANY 
VIOLATION WILL BE PROSECUTED UNDER PENALTY OF LAW! 



Copyright © 1996-2001 -- All Rights Reserved 



GEET Small Engine Conversion Plans -1 



J I I I J I I 1 I I I I I ? I p J J I 



Paul & Molley Pantone 

have donated their portion of the 
proceeds from the sales of these 
GEET Plans to Exotic Research, tn 
support of the ongoing effort to 
nurture research that is rarely 
supported by orthodox science. 

Paul & Molley Pantone, founders of Global Environmental Energy Technology and GEET 
Management, LLC, are well experienced in battling the what Nikola Tesla termed the "Orga- 
nized Opposition" — a loose coalition of intellectuals* corporations, and government that 
strives to maintain the status quo of whatever field they ;ire interested in. These suppres- 
sive forces can only be overcome when the General Public is informed of the existence of 
new ideas and inventions. 

Exotic Research increases awareness of unconventional energy resources and health alter- 
natives, as well as Tesla and his inventions among the general public through news releases, 
educational programs, publications and various other means. Additionally, Exotic Re- 
search organizes and presents Exotic Research Conferences which provide a forum for 
voicing new and untested ideas as well as educating and enlightening the scientific commu- 
nity, students and the general public. It is only through organizations like Exotic Research 
that the independent researcher has a chance to be heard.... Paul and Molley are not only 
helping to keep this channel alive and well... but to expand and make it even more effective. 
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SMALL ENGINE PLANS 



OFFIC1ALGEET SMALL ENGINE PLANS 



COPYRIGHTS 1993 2001 =- ALL RIGHTS RESERVED 



GLOBAL ENVIRONMENTAL ENERGY TECHNOLOGY 

The following plans are designed to help you retrofit your internal com- 
bustion engines with the GEET Fuel Processor Technology. The diagram 
drawings represent working designs of basic individual pasts and e op- 
ponents needed for manually operated retrofit applications; of both small 
and automotive type engines. Once you understand how the technology 
and application works on your engine manually, you should be able to 
better understand what will be needed to change it over to an automated 
system. 

Changes or variations of design way he necessary to fit your spe- 
cific needs (example: flange modifications, parts placement, space 
limitations etc.). As long as the principles of the GEET technology are 
adhered to and all system components are incorporated as specified, 
your retrofit application should function properly, 

^^^^^^^^M WARNING" H^^^^^^^H 

This information is classified as EXPERIMENTAL!! We cannot guarantee 
results. Please take time to educate yourself sufficiently before proceeding. 
The following is for information purposes only. We do not control the materials 
used in construction, the methods of » nor the applications of construction or 
use of the finished product. Therefore, WE ARE NOT RESPONSIBLE FOR 
DANGEROUS OR UNDESIRABLE RESULTS, and we do not take responsibil- 
ity for accidents due to negligence or ignorance! ? 

^^^^^^^^^^M WARNING!! 



Gasoline is EXTREMELY FLAMMABLE! Caution should always be used when 

working around it. Do not smoke around it and keep it away from open 
flames. Whenever possible use goggles, gloves and/or other protective gear. 



June 2001 Edition. Artwork enhanced by Exotic Research. 
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fuel you desrre to run. or using a separate tank for start up purposes, A 
valve can be placed in the fuel line io switch from start up fuel to what ever 
fuel you desire to run on. Our advice is to try and KEEP IT SIMPLE! 

3) Air Management Valve (AMY) 

The new GEET Fuel" coring from the reaction chamber must be properly 
mixed with additional incoming fresh air as it is metered into the engine 
This is the job of the air management valve. This can be as simple as using 
two ball valves or as complicated as machining other the unit shown in 
these plans or one of your own design. 

Within these plans, we have diagramed a manuaf operated air manage- 
ment valve. Because of the wide variety of engines, parts, etc. we are not 



able, at this time, to provide a diagram of an air management valve which is 
controlled by the engine, and not manual ly. 

Understand that you have the freedom to mix and match styles and 
designs to best suit your application needs, spatf requirements, And 
your individual abilities* 

For security and protection reasons, we an* not including the spe- 
cific clearances for each application. You wilt need to call GEET 
Management at (801 ) 588-2425 to get these specifications When built 
properly, the GFP should work as promised and in most instances may 
exceed your expectations. 



This engine runs on just about anything,.. 



The JiiL-iory-bui It f r I I T " k Demo* engines are capable of 
running on waste materials mixed with gas. Some ex- 
amples are: lamp oiL used and new engine oil, pig manure, 
transmission fluid, soda pop, pickle juice, and the list 
goes oil These units are for testing and demonstrating 
the technology. They have no float, and must be manu- 
ally operated. The fliel chamber is a glass jar, so during 
the demonstration viewers can see the "fuels" being va- 
porized in the tank. These units weir built specifically 
for demonstrating that GEET works and to develop tkeo- 
ri es of operat i on , They \ ha \ e no hook tips for loads. 




MUFFLER 



BUBBLE* 

VALVE 



in HF* BEET 
"Ucnio" f nginc 



The first time 1 ever ran one was in a I99H public demonstration., 
/ had bomnved the engine from a dealer and received 5 minutes of 
instruction* I had no problems.*, and had a gut warming feefing of 
i-indkation when I poured the firs/ can of/tartf}i root freer in and 
the engine sawofhed out! 

Steven R, EPswick, BSEE - Publisher, Exotic Research Report 



Major Elements Involved 
In Small Engine Conversion 
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Liquid-to-Vapor Phase Changer 



ciojh E^NKtHTiLfHEBCTTECHMDLMi Two methods of phase changing liquid fuel Into a vapor are bubblers and modified carburetors* 



Bubbler Construction and Operation 

One of the two methods of phase changing the liquid Hie I into a vapor \$ a 
bubbler. A diagram of a simple bubbler design is included iti the plans. 

A manual valve is used to adjust the amount of air that is fed into the bubbler. 
For proper operation, the valve should be more closed than open to allow a 
vacuum to be maintained within the bubbler. As that air bubbles up through 
the liquid fuel, it creates vapors in the top portion of the bubbler which are 
pulled into the reaction chamber by the vacuum of the engine, 

A diflusetfbubbler plate and/or metal "scrub pads" placed in the bubbler will 
help break up the larger bubbles into smaller ones to produce better vapors, 
enriching the fuel mixture to the reaction chamber: Other types of bubblers 
can be used also. The liquid level within the bubbler should never be 
high enough to allow liquids to be sucked into the reaction chamber* 

( )]ily the vapors are allowed in the reaction chamber for the process to work 
properly. The heavier fuels such as diesel, kerosene, crude oil; etc/will re- 
quire the bubbler 10 be heated to enhance their full vaporization. This can be 
accomplished by either surrounding the bubbler with the hot exhaust gases 
from the engine, and'or by directing some of the exhaust into the bubbler 
instead of fresh air 

The bubbl er can be constructed of metal or some plastics such as PVC. 
When using plastics, make sure the glue used will not be dissolved by the 
I lie Is you will be putting into the bubbler We have found that JB Wefd cpoxy 
is good to use. I I you choose to use exhaust gases to surround and heat the 
bubbler, then plastics should be avoided due to the hot temperature of the 
exhaust. If you choose to U-se exhaust gases to bubble the foel with, there are 
several factors to consider,,. 

1 ) When tapping into die exhaust system, come out in a "Y fashion. If 
you - k T" into the exhaust, there could he a siphoning effect that 

Copyright© - AU Rights Reserved 



might s ue k the fuel into the exhaust* By coming out of the exhaust at an 
angle ( SS Y") undera s tight pressure, the siphoning problem is eliminated. 

2) The I ine carry ing the ex haust to the bubbler must, at some poi nt t rise 
above the top of the bubbler to eliminate drainage back into die line 
upon shutdown. 

3 ) You must use the "manual valve" between the exhaust source and the 
bubbler inlet to control the amount of exhaust entering the bubbler to 
maintain a vacuum Having the valve too far open could cause the vacuum 
to be lost and a pressure" to be formed tn the bubbler, We have noted 
in our testing that efficiencies can be cut to I /3 by pressurizing the bub- 
bler (as opposed to having it under a vacuum). The valve must also be 
closed when starting or stopping the unit to prevent fuel from being forced 
into the exhaust by back pressure from the engine. 

4} Finally, all of the components exposed to the heat of the exhaust must be 
capable of handling this heat. Most ball valves use a Teflon seal inside 
that will melt with the heat of the exhaust. Furthermore, if using a PVC 
bubbler, the exhaust would melt the plastic at the point of inlet. 

W e have used a metal screw-in lid in both the **top" and "bottom" appli- 
cations of admitting a bubbling effect into the bubbler The metal lid will 
dissipate the heat into the fuel before it comes in contact with the PVC 
When using the "bottom"" method, for bubbling, make sure the inlet line 
or tube at some point rises higher than the bubbler to prevent the liquid 
fuel from running back out upon shutdown of the engine. The "valve" 
should be placed at that "higher" spot also. 

In summary, the bubbler can be square, round, heated, not heated, tall or 
short (make sure ii is mil cnouidi to kecpllie liquids tVom he ing sucked into 
the reaction line!). Whatever the specific needs of your application are will 
determine if you should use a bubbler and how that bubbler should be built. 
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Exhaust Gasses 



Fresh Air In 



BUBBLER 



Bubbler value 



\ REACTOR 

Vap o r Flow G EST G as 




AMU 



Air/GEET Gas Mix 

TO ENGINE 



Exhaust Gasses 




Fresh Air In 



AMU 



MODIFIED Vapor Flow GEET Gas 

CARBURETOR Air/GEET Gas Mix 

TO ENGINE 



Liquid-to-Vapor Phase Changer Overview 

Bubbler Modified Carburetor 



For constant running applications, a means of controlling the level of fuel 
( float chamber, external electric float unit or something that your design your- 
soli) should be used. The large bubbles coming into the bubbler need to be 
broken down into smaller bubbles by the use of a bubhler/difiUser plate and/ 
01 pot scrubbers. 
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Be sure to use materials able to handle the fuels and temperatures that they 
will be exposed to. Lather fresh ambient air or exhaust gasses can be bubbled 
up through the bubbler. The ambient air is easier to work with, but the ex- 
haust gasses may offer better results. 

Modified Carburetors 

I-'or certain applications a bubbler may be impractical Space limitations or 
other restrict ions on small engines may require you to use a "modified'" car- 
buretor instead. We have successfully modified and used 8 and 10 HP 
carburetors used of horizontal shaft Tecumseh engines, Thedrawing shows 
that we restrict the ventu ri in the carburetor to pass more air over the 
pick up tube. 

The stock carburetor is designed to deliver a 12: 1 airffii&f ratio { AFR). For 
the GEET we need a 2 or 3: 1 AFR. This is achieved by restricting the 
venturt diameter and forcing all of the air past the fitel feed tube. This can be 
accomplished by either drilling a small hole on the choke side of the venturi 
and mounting a baffle to direct all of the air over the discharge feed tube (or 
by using JB We/dicpoxy) to "secure*" a washer into the venturi, restricting 
the inlet (leaving the choke on full may also help channel the air }. Combina- 
tions of all of these tricks can make the mixture richer to deliver the necessary 
fuel charge for a strong and powerful reaction. 

The mixture ad justment screw can also be used to regulate the amount of 
fuel to be delivered to the reactor, helping control engine power require- 
ments*. MOTE: If you adjust the Air/Fuel mixture gwiiij* to the reaction 
chamber t oo much on the "rich*" side, economy will decrease and pol- 
lution levels wilt increase. 
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NOT TO SCALE 



Vapor ta 
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MASON JAR BUBBLER 
Used On "Demo" Engine 

1) 1/2" Fuel Line To Valve #9 

2) 1/2" Fuel Line To Reaction Chamber 

3) Plastic Cork To Fit Mason Ring 

4) 1/2" Copper Tubing 

5) 1/2" Copper Tubing (Does Not Go Below 06) 

6) Air Space Above #7 Material 

7) Pot Scrub Pads Or Steel Wool 

8) Mason Jar 

9) Ballcock Valve To Control Air Inlet 

10) Line To Air Filter 

11) Line To Air Inlet Of Bubbfer Pot 




r 



GEET SMALL ENGINE 


SCALE: NONE 


APPHOVU* BY: 


DRAWN BY: SRE 


DATE: 06 27/01 


Rl V: 


BUBBLER, MASON JAR "DEMO" 


Component Drawing 

Copyright 2Q01, Paul Paul one. All Rinhts Reserved 


DRAWING NUMBER: 

SE-001 
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MODIFIED CARBURETOR FOR SMALL ENGINES 

(10 HP Tecumseh Shown) 



Alrt — > 



FIG A 






1) Carburetor 

2) Venturi 

3) Air Inlet Of Carburetor 

4) Mounting Holes 

5) Fuel Metering Feed Tube 

6) Mixture Adjustment Screw 

7) Float Bowi Air Vents 

8) Diverter Plate (FIG, A) 

9) Diverter Mounting Screw 

10) Washer To Restrict 

Air Flow (FIG, B) 

11) Float Bowl 



Small Engine Tip: 

After securing the diverter plate or washer in the air inlet side of 
the modified carburetor, either replace the choke and rod (leave 
in full choke position) or secure an appropriate size of tubing to 
channel the incoming air towards your reduced opening. This 
helps maintain the needed vacuum for the reaction chamber while 
speeding the air flow over the fuel feed tube. 



GEET SMALL ENGINE 


SCALES NONE 


APPROVED BY: 




ORAWHBY: SRE 


BATE: 06/27/01 






REV: 


CARBURETOR, MODIFIED 


Component Drawing 

Copyright Zfl01. Paul Panrfone, AH Rjghts Reserved 


Oft/tWIHG NUMBER: 

SE-002 
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MODIFIED CARBURETOR MOUNTING FLANGE 



SIDE VIEW 






— < 


Nipple 





MODIFIED 
CARBURETOR 



'Welds 



Bolt Holes 



o Q o 




Screen 



INSIDE VIEW 
of Fitting 



If you choose to use a modified ruhioefor instead of a bubbler you will nrrd Jo drr J d ■ 
wkm to place it and how to connrct thr nrc*£sary lines ffrr fuel in and Air 'Fuel mix- 
ture out. You will be using, the float bowl system on it to cu ntnol the furl flow from the 
fank so the fuel tank MUST he higher than the carburetor. 

A simple mounting bracket can be basil Ibm the appropriate size "angle iron 11 . Rat 
steel may also be used, depending on how you decide to mount it. Use bolts and lack 
ing nuts to connect the carburetor |iIsq use a gasket) to tke bracket. On the other 
fide ofthe bracket weld a 1/2 " x 1-1/2 - 2 W NPT steel nipple for- fuel/air miring and 
connecting to your 1/2" tubing which ims to the reaction chamber . 

Before you screw the brass fitting ora the end ofthe nipple, plarr a small ph-rr of fine 
brass screen inside the fitting so it centre the opening (make sure it slays secure). 
This is a safety precaution we use in case the engine should backfire. Once you 
have secured tfce completed unit to your rn^inr, rocmrri the tufting from the 
carburetor to fke reaction chamber. 



CARBURETOR 
MOUNTING 
y SIDE 

Note: The motfc angles and restrictions you place Uet ween the fuel vapor goiny 
to the reauliun uhdmhet and thtjn to ihe ait rnarmyeiTimTl vkthn*, the more difficult 
H will be 10 gel the fuel to the emjine. The easier the flow, the better. 



GEET SMALL ENGINE 


SCALE: NONE 


APPROVED BY: 


DRAWN BV: SRC 


DATE: 06/27/01 




MOUNTING FLANGE, MOD GARB 


Component Drawing 

Copyright 2001, Paul Paritone. All Rights Reserved 


DRAWIHC NUMBER; 

SE-003 
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The Reaction Chamber 



glob«l CHVtmiiiiENTjL EHERGf tbhwhiK'T The heart ofthe GEET Fuel Processor... it is the the most important part, yet the easiest to build and tune? 



The Basics of the GEET Reaction 

The heart ofthe GEET Fuel Processor is its reaction chamber, In a sense* it 
is the single most important part ofthe entire system Ironically, it is also 
usually the easiest part to build and tune! Most ofthe time if a system isn't 
operating properly it isn't the fault of the reactor (unless there are leaks). 
Improper fuel mixtures, vacuum leaks, too much liquid being fed into the 
reactor, or other things will cause problems before the reactor itself will 

Size and Material Considerations 

The reaction chamber and rod (placed inside) need to be tuned to the size of 
the engine, the fuel being used, the RPM range of intended use, and whether 
you are using a single or dual reactor system. 

Generally the exhaust pipe which surrounds the leac tor chamber (pipe) should 
be sized large enough so as not to restrict the flow of exhaust from the en- 
gine Th e d i agra m i 1 1 u stratcs that the ex haust can be bent w ith the i n n er p i pc 
entering and exiting straight, or the exhaust can go straight with the inner pipe 
entering and exiting through elbows. 

Steel exhaust pipe is recommended for the outer part ofthe reactor, Stain- 
less steel should be avoided in all parts ofthe reactor. Aft of the parts 
should he of a ferrous metal: or in other words, .should be easily attracted 
to a magnet. This means no copper, brass, aluminum, or stainless. 



Low guide steel dowel is what we use for the rod. The length and diameter 
of both inner pipe and reaction rod will only be gi ven over the phone for the 
application you are building. This is done for our protection. 

Application Notes 

Remember that your exhaust gasses will be exiting the engine and traveling in 
one direction, while the fuel will be traveling up the inner pipe in the other 
direction. Hot in one direction, cold in the opposite direction. 

The GFP reaction chamber has shown to generate its own electromagnetic 
field (L Mb'). If applying your GFP to a generator* route the reactor away 
from the generator. The EMF from the generator may interfere with the per- 
formance of your GFP. 

On V-configuratcd engines you can run a single reaction chamber, or run 
dual. If you have the room, the twin set-up may be the preferred method. If 
you don't have enough room, mount the reaction chamber downstream of 
the tL Y" pipe, This enables utilization of all ofthe engine's waste exhaust heat. 

The reaction rod has three equally spaced tabs welded onto it at bodi ends, 
within 1/2" ofthe end. Either "bullet** shape the end ofthe rod, or grind 
grooves between the tabs to create better aerodynamics tor the incoming 
tuel. 
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SMALL ENGINE EXHAUST/REACTION CHAMBER 

Not To Scale 



NOTE; 
m" NPT 
outside pipe 
threads my be 
used instead 
ofthe3J8 M ID 
threads on the 
reactor pipe S3. 




1) Muffler 

2) 3/8" Or 112" Brass Fittings 

3) 1/2" Pipe Threaded 3/8" ID or 1/2" OD 
d) Reaction Rod 

5) 3/4" Or 1" Nipple Wefded to Exhaust Pipe 

6) 3/4" Or 1" Steel Tubing or Pipe Nipple 

7) Mounting Flange to Engine Exhaust 

8) 1/2" Copper or Stainless Steel Tubing to AMV 

9) 1/2" Copper or Stainless Steel Tubing from Bubbler 
or Modified Carburetor 

10} 1 1/2"Steel Exhaust Pipe 
11) Weld Seams 



GEET SMALL ENGINE 


SCALE: NONE 


APPROVED BY; 




DRAWN 6Yt SRE 


■WE: 06 27/01 






REV: 


REACTION CHAMBER 


Component Drawing 

Copyright 2001, Paul Panlcme. All Rights Reserved 


DRAWING NUMBER; 

SE-004 
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fiffi j Air Management Valves 

glosu EHviRtMUEHTiL ej4erct TEfiftBLoct The "prabl&fn child" of the GEET Fuet Processor*,* it's the toughest part to build and operate! 



Air Management Valve Operation 

Of all the aspects of building the Gl-R the air inaiuijj^niem valve (AMY) is 
the part that may give you the most I rouble when yuu try lo adapt or build 
one to work "automatically" instead of manually. The function of the AMV 
is two fold; first to control the amount of air arid fuel, and secondly to control 
the engine speed and power output. 

It is recommended that you use manual controls at first to farther understand 
the workings of the GFP. Once you arc familiar with how the engine oper- 
ates with the GFP system it will be easier for you to understand what changes 
will be necessary for automatic controls. 

Air Management Valve Operation 

Use a ball valve for the air in f el to the bubbler, and a ball valve for the air 
hleed[$€£ illustration). As you open the fuel valve, open the air valve too. To 



lower engine speed, slowly close both valves simultaneously. For a station- 
ary engine, constant land application, the bal I va I ves can be the easiest way 
to go. Use one for the bubbler inlet (fuel control) and one for the ambient air 
inlet 

The air valve is like the throttle butterfly on any conventional fuel delivery 
system. We want to create a 2: 1 or 3 : 1 air fuel mixture at our bubbler or 
modified carburetor. Wc will admit the remaining air at the air valve. 

Which Drawing To Use? 

The drawing labeled Small Engine Air Management Pfr/w(SE-005)was 
used on our "Dealer Demo Engines". Using this also required a/? ubbler 
valve. This is a manual {not automated) operation piece. It is NOT recom- 
mended for other than learning purposes. Our recommendation is the 
drawing labeled Air Management Valve Alternative (SE-006), 
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SMALL ENGINE AIR MANAGEMENT VALVE (AMV) 

NOT TO SCALE 

Top View / Cut Away n End V j e w of Air Filter Side 








I 




: © 


\ / 






t 




V 1 







(DO 




1) Mounting Flange to intake Manifold 

2) M ounting Flange to Air Filter 

3) Compression Fitttoflfor "Geet Fuel 11 
from Reaction Chamber 

4) Throttle Handle to Butterfly Valve 

5) Machined Venturi 

6) AMV Machined from Aluminum or Steel 

7) Mounting Bolt Holes 

3) Fuel Inlet Hole Drilled and Threaded 
9) Butterfly Valve 



GEET SMALL ENGINE 


SCALE: NONE 


APPROVED BY: 


DRAWN BY: SRE 


DATE: 06/27/01 


RTV: 


AIR MANAGEMENT VALVE (AMV) 


Component Drawing 

frinyrrtjht 2001 Paul Paiilum?, API Hiijhls KMsmv»:fl 


DRAWING NUMBER: 

SE-005 
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AIR MANAGEMENT VALVE ALTERNATIVE 

As an alternative to "machining" an "AMV** as in Drawing SE-005, 
you can construct a simpte unit from plumbing parts found at your 
hardware store. This may be a more desirable method to start with. 



FUEL/AIR 



FRESH AIR 




Line from 
Reactor 



1) Flange to Bolt to Engine Intake 

2) Bolt Holes in Flange 

3) 1/2" or 3/4" Nipples (Depending on Engine HP) 

4) Stee) or Brass T 

5) 1/2" or 3/4" Ball Valve 

6) Brass Fitting for 1/2" Tubing 

7) Fuel from Reactor 

8) Fresh Air 



GEET SMALL ENGINE 


SCALE: NONE 


APPROVED BY: 


DRAWN BY: 


f'ATE: 06 27/01 


REV: 


AMV, ALTERNATIVE 


Component Drawing 

^iWVUh! 2.391.7 Pml P^ntonr?, All Riyhis Reserved 


DRAWING NUMBER: 

SE-ooe 
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^jffi y Final Notes 

isioUL EnrMKHTii ehergttkhhoukiT s ome final words to help you on your way! 
Putting It All Together 

Big, small, or someplace in between, all of the necessary elements must come 
together into a usable package. To review, there are three sub assemblies; 
1} The phase change mechanism, which is a bubbler, or a modified carburetor. 

2) The rea ct lo n chamber, whGre the "magic? 1 happens . 

3) The air management valve which controls the hjel/airraUo and engine speed. 

Certain tilings cannot be related on paper, You will I earn more by running the 
engine for the first time then could be taught on a hundred pages of print. 
Remember, don't hesitate to call with your questions. We would rather spend 
1 5 minutes on the phone and have you get it right, rather than being frus- 
trated and unhappy with our products. 

Summary 

Bel i eve it or not, the basic GEET system isn't too overly critical of sizes and 
dimensions. It is extremely critical of vacuum leaks. If things aren't work- 
iny well for you, check for any vacuum leaks. 

Start out on something small, Start out with manual controls and I cam how 
the GEET works. Don't hesitate to call, fax, or E-Mail us with your 
questions, GOOD LUCK 

Copyrighl 1999. All right* reserved Tlie text, illustrations or my part contained herein may not be 

reproduced or transmitted in any lorm or by any means, cHectmnic Of mechanical, including photo- 
copying, recording, storage in an information relrieval system, or otherwise without written consent 
from GEET Management, LLC, Version will result in prosecution lo the fullest extent ol the law, GEzTtrn 
and the GEET globe Logoff iradarnanrksof GEPT Management All product names used in ttase 
plans are IfademarkSp registered trademarks, or trade names of their respective hoJder£ L 
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Inventor's Profile 

Paul Pantone, GEET Research 

Paul Pantone began working on the original concept 
of better mileage over twenty years ago. During the 
twenty years of testing and research, he was able to 
achieve the goals of ZERO Pollution, while running 
internal combustion engines on fuels such as crude 
oil, battery acid, cleaning solvents, even gasoline.., some of the tests were done 
with mixtures with as much as 80% water. Having demonstrated the GEET Fuel 
Processor coundess times, Paul has heard over and over that's impossible. Most 
scientists who have been invited to help in this project refuse to even come out to 
look at it, claiming it is impossible. Yet Paul has steadfastly held his ground and 
continued his work! 

Pan I, a self-taught accomplished inventor, has invented such things as a 25-caliber 
log splitter and "Instant Paint" — paint in a powdered form. With over 400 differ- 
ent inventions under his belt,,, he is skeptical about the patent system. Patent 
searches required before filing are arc vciy costly and once a Patent is issued the 
entire world can sec how and why your device works. Then competitors can 
scramble in to change just one or two small components, or even just the word, 
then claim Patent Protection for their invention. 

He T s had some startling encounters with attorneys over the years. Several Patent 
Attorneys were consulted for this technology.^ two of the Patent Attorneys got 
greedy and tried to run the business, One Patent Attorney attempted to file a 
Patent for another party using a prototype stolen from Paul, less than a year after 
being hired to represent Mr. Pantone. 

It is situations of this type that have made Paul so "gun shy" that he wants little or 
no input to his actions. If you want to work with Paul, you must put your proposal 
in writing or allow it to be recorded. He records many hours of information and 
conversations, knowing the party offering would never be truthful otherwise, 

Paul Pantone lias dedicated hi s life to clean up th i s : i : ; -. i w M ; - o u r d i i 1 < 1 1 c 1 1 lull ic 
unci, it is only pub lie awareness that ibis technology docs exist that will provide the 
needed impetus to begin cleaning up the planet, and is needed to get it to the world. 
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Backyard Plasma T&atfnoiogv 



REE GEET Multi^Fuei Conversion Pfa/ts 
3££T releases Technology for FREE! 



Paul and Moliy Pantone 

WCSC 5M0 SOW* (PWB A-t3% Dfewro*, UT 84123 



Exotic g epcar cfc Qagowt 

%>I 3, No 3 — Oct/Nov/Dec 1999 



Benefitting all Mankind... 

Paul and Molley Pantone, founders of Global Etwiron mental Energy Technology 
and GEET Management, LLC re leased their "Small Engine Plans" (engine's 
with ^20 HP) for FREE! 

This Is :* shnreware release for "Private Use Only" to convert small ^aao- 
i;, 1tJ v , irv it.>ctric ijener itors up to 10 kWl 




High school students with no technical 
background have been able to success- 
folly build and run an engine over a 
weekend from plans. 

They did this lo benefit mankind and to 
help save lives had Y2K electrical sup- 
ply problems been is reality. They will 
also accept voluntary contributions if 
builders would like to donate the origi- 
nal plans cost of S75 to help defer costs 
of developing larger versions for die mar- 
ket faster. Due to high costs, only 
Recused users that pay the 575 will 
receive technical support A news- 
group is set up for builders that have (he 



free plans to share experiences though. 
A 900 number is also being considered 
if needed for tech support for free plans. 

The GEET Device... 

The GEET Fuel Processor is a simpli- 
fied "Plasma Reformer 17 dial takes any 
hydrocarbon fuel or waste prod ucl and 
transforms it into Hydrogen rich "Syn- 
thetic Natural Gas". The "Small Engine 
Plans" will show how parts can be pur- 
chased and then built from plumbing 
parts from any local hardware store. 
Benef its include Multi-Fuel availability, 
and up to 99% lower emissions and 
double the run lime or MPG! 



Engine 
Intake ~ Exhaust 




Air mixture vihre 



Durtfig lhe 20 m mules of "bum-sn lime" fire engine musl be orient so as Ihe reaction chamber in 
which Ihe eahausl is entering is racing to rnagn&lic North 

The side where Ihe fuel enter is facing SoJIi. 



Auxiliary bubbler v^Jve 
far non-p etrpl&um fuels 



1 gal rm A rflj -Frwz:e- Jug 



Copyright©! 333 -2 00 1 -AIL Rights Reserved 



APPENDIX A 



GEET Small Engine Conversion Plans --17 



APPENDIX A: Article front £xoffe Research Report (Vfcl* Na3 •» OctfNaWDee 1999 J 



GEET Fuel Processor 
Parts List 

{Some Engines Onl/-1 f2" Steel Adapter Plait 
with 4 - 3M" Allen Screws and 1 2° steel disk) 

Fuel Processor 

1 x 1/2" Black Pipe - (Cut + Threaded} 

1 - 12" x r Slack Pipe Nipple (painted) 
1-12M/Z" Steel Rod 

2 - 1" x 1/2" x 1/2" Gaht Reducing Tees (Ward - 
;besi) 

2 - 22mm Copper Oil Drain P'ug Washers 
1 -Fa 1/2" Galvanized Pipe Nipple 

1- 1/5* Galvanized Pzu Connector 

1 - r Galvanised Pipe Hangar wilh Soft Sarno; Nuts 

3 - 1  i/2' x ' /2 s Galvanized Pips Nipples 
1 1/2" Galvanized Pipe N^ppfe 

3 - Iff NPT Ball Valv^ (B£amp;K - test) 

1 - Iff Galvanized NPT Muffler 

2 - Iff Galvanized Pipe Tees 

2- 1/2* x 1/4 1 Galvanized Pipe Reducing Bushings 

1 -Can Hi-Temp Grill Paint 

27" -M? Copper Tubhg (*&»") 

2 - Iff NPT / Iff Brass Male Flare Fitting {' SB 1 ) 
2 - 1 JE" Brass Flans Nuts {* W) 

Bubbler 

1 - 1 gallon Anli- Freeze Jug 
4-1/2" Galvanized Hose Clamps 

6' - Iff ID G-ar Vinyl Hose - {out in hail) 

2 - 3" x 1/4' Galvanized Pipe Nipples - (cut in half) 

4 - 9/1 5 Galvanized Bushing Washers - (i/a 1 thick) 

1 - l/4 h Galvanized Pipe Elbow 

2 - 3/4" x 1/4" Galvanized Pipe Nipples 
1 ■ 1/4" Galvanized Pipe Connector 

1 ■ 10 Snbsp;3/<S' x Iff Copper Water P'pe 

1 - Iff Copper Pipe Cap 

2- VT x W NPT Copper Pipe Adapters 



This technology Vms chc ubitily to be 
retrofitted to any interna! combustion 
engine, including any gasoline, diesel^ 
or turbine engine. Flans for larger ver- 
sions wil! slill be available through 
GEET Dealers to con vert one vehicle 
for S 175 or 10 vehicles {$50, and de- 
luxe plans are S950. Specialized parts 
(reaction chambers, air management 
valves, etc) are no w available for pur- 
chase for people unable to make their 
own pans and will come in 4 sizes to 
retrofit most cars, trucks, etc. 



Free Plan Overview 

This is a greatly simplified "Proof of 
Concept" version of the GhHT Fuel 
Processor that just about anyone can 
build from parts from a local Hard- 
ware store in a weekend for very low 
cost. A used lawnmower engine will 
be used for demonstration purposes 
so things will be easier to see without 
obstructions. 

The basic configuration remains the 
same for any retrofit conversion to en- 
gines. More advanced versions are 
now available from GEET that use air 



management valves that combine all 
3 valve functions wilh automatic se- 
quencing, and also carburetor or fuel 
injection systems to replace bubblers 
in moving vehictes. 

The 5 kW electric generators and 3,5 
HP demonstration engines are avail- 
able now from GEET. Complete 
component retrofit kits will be avail- 
able shortly for most cars and trucks 
starting at SI, 000 plus installation, 
Large Diesel and Turbine conversions 
will be available as soon as funding is 
available from investors. 



Step-by -S te p J ns tr u-c t ions 




Step I -The first step in any construction job is to assemble all of the 
tools and materials needed. You need the following tools: 

* pipe wrench * crescent wrench • spring tube benders 

* pipe cutter, * pi pe flaring tool , * a lien wrench , 

* file, * screw d river. ■ solderi ng eq uip 

Obtain all your parts and tools needed for the conversion ahead of 
time. The parts list is in a table (left).. Most professional plumbing 
supply stores stock higher quality pasts compared to large home cen- 
ters cheap plumbing pails, The savings aren't that much on a small 
project !ike this. The most crucial quality pan is on the inner pipe, 
problems arise from inconsistent wall thickness, out of roundness, thick 
weld scams, etc on low quality pipe. 



Step 2 - Strip down the engine removing the gas tank, muffler, and carburetor. 
Remove the mower blade and replace with a 1 2 11 diameter steel disk flywheel of 
the same thickness as the blade for safety. 
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Step 3 - Take the rxV2 n xV2 ri reducing tees and 
mount them on a 1 11 nipple (short pipe) + and then using a 
lathe, machine the end smooth and fly cut (bone out) the 
hole in the end ^hi" (21mm) so that the t /2" inner pipe 
will slide inside. This procedure can also be done by 
using a drill press to drill a 27 /j2 ,p or 7s" Stole in the end of 
[lie tee mt\ ihcn ii!*e a file to smooth dit; roughness off. 
The V2 11 pipe connector and '/2 U tee will each need to have one end smoothed offas well 
to receive the copper washers as a tight seal. Ifanyone has a machine shop that would 
like to do this for others* contact GEET. Wfc might also offer a complete kit that has all 
the parts irady to be assembled in minutes [f there's enough interest. 

3 tup I - Have plumlx:r or plrmibing center cut 
your inner reactor V2" pipe to 1 6 Vi & N a nd thread 
both ends. Use Black Pipe here because galva- 
: 1 z xlp ipc ;::\vs 0 1 ! \ utic:;n: jCS i 11 ic. Lied k jo i 5 u ich. 
File tlie V2 11 multi-fuel steel rod to a bullet 
point on one end only (7 J ^' , x 1 /2 M for gasoline only) 
Tliis will keep you out of trouble later if you ean*t remember which ray the rod poinls. 
Tlie engine will not run if the nod is put in backwards after it has a magnetic signature. 

As$emble the parts in order as in the above picture using (he W fc /22mm copper, washers 
used in oil drain plugs for cars. (2 -l"xWx'/2" machined reducing tees joined by the 12" 
long 1 11 nipple, slide the 1 6 + 7 /] 6" long Vi" reactor pipe inside, add a copper washer on 
each end, then add the '/i" connector and l fz w tee.) 




ttcii i - Asscnsblt 'he other valve component subassemblies above. The '/2 SI 
thick siesl in cake / exhaust adapter plate above is used only on some engines like 
*Tccumseh w and Overhead Valve Engines (picture 9). Some "Briggs and Stratton" 
engines, etc usually already have the exhaust threaded for'/2" pipe, but the intake 
is on the other side of the engine causing longer hose runs. Also a compression 

pipe connector or a piece of rubber hose with 
clamps will need to be connected from the en- 
gine intake to the Bubbler pipe. 
^ valve(Air Miatur£ VaJve], VI f x 'ft"; nipple, Vz" lse r 
IVaTx 'A'"' nipple, Vi - valve (Thractfe Wto V 
pipe reducer bushing, half of 3" x V nipple and 
T* ; ! \ KVV ^urfcr; 72" bc>ll valve (Optional - Back pressure vn Ivc), 
\ V* ■ 3"x '.■>'" ni pp c ■ 1 tee, vY" 10 '/•> " p-pe reducer bushing, 
half of 3" x V*" nipple, 1 'fc ,r nsppie. 




Step 6 - Assemble the sub -assemblies 
onto the reaction chamber above making 
sure to install the 12" rod inside pointed 
away from the engine. Now it's citne to start 
on the bubbler, 





Step 7 - Take 10 V4 11 x V2" copper pipe 
and solder a copper '/4 N XPT-W 1 pipe 
adaptor on one end and a W eap on the 
other. Drill a '/ki" hole through the cap, turn 
90 degrees and dri II through again, also one 
up through the bottom. Take the other W* 
I NPT - '/2 ,h adaptor and cut off the thinwall 
* portion to make a pipe nut and file smooth 
for inside the Anti -Freeze jug, 



Step 3 - Take a I gallon anti- freeze jug and 
drill a '/a" hole near the top of the jug and 
through the eap as illustrated. Assemble the 
parts together in She following order. (Hose, 
half of 3" x W nipple* 'A 1 ' pipe connector, short 
Va" nipple, bushing, hole in jug, bushing, and 
pipe nut.) and ( {Optional - Back Pressure 
Hose), half of 3" x W nipple, W pipe elbow, 
short V-T ni] >plc, bushing, hole in j ug eap, bush- 
ing, and soldered pipe.) 
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Step 9- The port adapter was formed by 
cleaning the intake and exhaust ports off. 
Then dipping a finger in the exhaust port 
to gel some soot to rub on wide masking 
tape taped over the pons. This then leaves 
a perfect template to then tape into a 72" 
thick piece of steel , then drill 
the&nbspano tinting and the port holes and 
tap the ports with a V2" NPT thread tap. 
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Ste p I a- Use Vn" tubing for 1 0 HP 
or less (* */s IK tubing and flare fittings 
for 1 0-20 HP) with a tubing spring 
bender and form a loop* then remove 
Ihe spring. Slide the flare nuts on each 
end, and then slide the flaring tool on 
ro that the pipe sticks out about -Vis 11 , 
mike the flared ends. (Air-Conditlon- 
ing supply houses carry flare fittings if 
you have difficulty finding them.) 




Step II - Assemble all the parts onto 

the engine, and then add a I " pipe sup- 
port or l'A" exhaust hangar, fill ±e 
bubbler up no more than 1 /4 full till you 
get used to using it (up to half full teier), 
have someone steady the jug while 
starting the engine so it doesn't spi II into 
(he hoses. If wet fuel gets on the reac- 
t ion rod it wil 1 stop nm ni ng, you T l I have 
to dry your rod and hoses out. You can N*-* 
hang it from the mower handle if you like later after it's started. 

Point the exhaust end of the rod due North while Hurting the engine the 
first :ime and let it run for .JO mln to IL burn in rod". 



Step 12 - For an installation on a 
genc::i[Qi\ you >::..: also use 90 ■ . i*/zc 
elbows to keep the pipes within :hc 
cage. Mount the GEET Fuel Process 
sor as far away as possible from che 
generator magnetic field so they do 
not interfere -vith each other .A iso ?e 
very careful with credit cards in your 
pockets or video cameras, etc from 
getting too :LO;nC :o the C:r- ..; .-. ... 
it T s running so they won T t be erased. 



z 




Fln^I Notftss Yon must point the exhaust end of the rvd due North 
while starting the engine tire first time and let it run for 30 min to 
"htirn in the rod". The rod wilt self center magnetically by itself after 
it's running or you can weld three bumps on each end to center the rod 
(file them to fit snugly). 

Leave the optional back pressure valve open, open the throttle and mix- 
ture valve about halfway, and start the engine by varying the air mixture 
valve. Then slowly increase the throttle wide open while adjusting the air 
mixture valve. Make sure to paint all external pipes and connectors with 
High Temperature Grill Paint or they will rust very quickly. (Except cop- 
per, brass or galvanized) 

Finally - Experiment with the optional Back Pressure valve to run closed 
loop on heavy fuels* different materials for the inner pipe and reaction 
rod, Different rod lengths and also threaded rods, engine side of the re- 
actor locations for :he air :nix:u:e and/or throttle valves, exhaust heated 
copper tubing from ihe bubbler to the throttle valve, 5 gallon bubblers, 
double bubblers for non-soluble fuels, vacuum gages, etc, etc, and also 
"alternative fuels" 

The beauty of this design is that it can be reconfigured in minutes. We 
pkm to set up a 900 number shortly for technical questions, no calls for 
technic el 1 information will be taken at the main number. We also set up a 
newsgroup a" d FAQ for experimenters to exchange information and new 
disc o ve ries . H a ve fu n w i fh i t a n d tell u s how it works out ! PP 





ESS*? 1 

*' S ' Vic// 

g I 


Exotic Research was spectj 'icafiy : wetted to champion and J 
nurture advanced concepts and product* in science and tech- J 
Tj^togy. Qw publication $ and c&ftffef&tCGS provide independent M 
inventors tf/rd rrjtfccr refers zmth a ered *Ne pla tfb rwi to itttny- A 
duee new, advanced concepts, inventions and discoveries to 
the worlds many (f these concepts originated with Testa at 
the turn ofthr: ':0th century. Research materials related to stiei 
and technology are avail&ble to members through our catalogs. 




uO-Uniteri states • i'Mt ■ Cm-ida/Mexico ■ j35 - i-lse where | 
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